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Message Text 


UNCLASSIFIED 

PAGE 01 JIDDA 01362 040856 Z 
13 

ACTION INT-08 

INFO OCT-01 NEA-05 ADP-00 RSR-01 RSC-01 /016 W 

101932 

P 040845 Z APR 73 

FM AMEMBASSY JIDDA 

TO SECSTATE WASHDC PRIORITY 3617 

UNCLAS JIDDA 1362 

PASS OSW FROM CONAM SERVICES 

E. O. 11652: N/A 
TAGS: TECH, SA 

SUBJECT: JIDDA DESALTING PLANT 

OWING TO LACK OF RESPONSE FROM STORK MANUFACTURER, SPARES 
FOR C SEAWATER INTAKE PUMPS ARE STILL NOT AVAILABLE AND 
PUMP CANNOT BE RETURNED TO SERVICE. ON MARCH 30 , 

B SEAWARTER PUMP DISCHARGE NOZZOLE STARTED LEAKING IN TWO 
PLACES SIMILAR TO PUMP FAILURE IN MAY 1972. POSITION 
REGARDING THESE THREE PUMPS IS SERIOUS AND SUMMER CAPACITY 
IS IN JEOPARDY. REQUEST YOUR ASSISTANCE IN CONTACTING 
STORK TO EXPEDITE SPARES FOR C PUMP. 

THACHER 


UNCLASSIFIED 


*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 04 APR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973JIDDA01362 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: JIDDA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t1 9730431 /aaaahluw.tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: ACTION INT 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 OCT 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18-0ct-2001 by averetam>; APPROVED <1 1 FEB 2002 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 971119 
Subject: JIDDA DESALTING PLANT 
TAGS: TECH, SA 
To: INT 

SECSTATE WASHDC 
Type: TE 
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